. HACKETT, GEORGE EDWARD (1825-1875), was a 
~sfederate general. His charge in the Battle of Gettys- 
during the Civil War ranks as one of the great 
“sin American history. On July 3, 1863, Cemetery 
qulgewas 2 key to the U nion Army’s positions. Pickett’s 
json charged up the hill in the face of heavy fire, 
| ad his troops broke through a part of the Union lines. 
Gidiers fought hand to hand. No help came to Pickett 
the main Confederate lines, and at last his men 
. hack; after suffering terrible losses. 
‘The failure of Pickett’s charge ended the Battle of 
suiysbtSs and General Robert E. Lee retreated the 
q ea day: The charge and the battle marked the “high 
» of the Confederate 
sak. The battle shattered 
f ‘Amy of Northern Vir- 
® ., andit never regained 
; iemnet power. Although 
_igtt continued in com- 
xf of his division, he 
broken in spirit. He 
-grved with General 
aLongstreet. 
viekett was born in Rich- 
id, Va., and graduated 
the U.S. Military 
demy in 1846. He 
atin the Mexican W ar 
# 4 the Indian frontier. 
wit became a major — 
_ yjin 1862, and fought in the Battle of Seven Pines 
r a Fredericksburg. After the Civil War, he returned 
| s-hmond and headed the Virginia agency of a New 
Vr strance company. W. Kk 740 3x% B. Vanower 
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